INPUT FROM POINTS 


NOTES: 


**DEPENDS UPON INPUT VOLTAGE - 479 - 6 VOLTS, 
150.2 - 12 VOLTS, 

> ALL VOLTAGES MEASURED FROM - LINE WITH 
CALIBRATION OFF. 

VOLTAGES MEASURED WITH TACHOMETER 
CONNECTEO TO 12 VOLT BATTERY. 

ALL CAPACITOR VALUES IN ufd. 

ALL RESISTOR VALUES IN OHMS, K = 1,000, 


ALL RESISTORS 1/2 WATT UNLESS OTHERWISE SHOWN. 


"DEPENDS UPON CALIBRATION POINT. 
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